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Old Mission at La SL. 
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La Lomita Mission is a chapel, built by a 
party of Priests and Soldiers, in 1849. The 
chapel is still in use today, and is located near 
Mission, Texas, in the lower Rio Grande Valley 
of Texas. 
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